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TAGS: BENC, PE 

SUBJECT: MAJOR PROJECTS: THERMAL POWER PLANT, AREQUIPA 
1 . FEBRUARY ISSUE OF BANK OF LONDON AND SOUTH AMERICA 
SAYS GOP HAS AUTHORIZED FEASIBILITY STUDIES ON 
CONSTRUCTION OF 120 MW THERMAL PLANT AT AREQUIPA. CAN 
YOU GIVE US A BRIEF STATUS REPORT ON THIS OR CITE R 
REFERENCE OF PREVIOUS REPORT. ROBINSON 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
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Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE092265 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/TFIEDLER/LW 
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Executive Order: N/A 

Errors: N/A 

Film Number: D7601 45-0424 
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Legacy Key: Iink1976/newtext/t19760453/aaaabsmc.tel 
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Page Count: 1 
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